


_joumal 


INDEX TO VOLUME 


1953: 


Published by 
THE GENERAL ELECTRIC CO. LTD. 
ENGLAND. 








INDEX TO VOLUME XxX. ‘ 


oe 

-a~ 
- 
_—— 

™~ 
Pp 4 


IQ5 4. 


— 
= 
- 
| 
a 


Oo 
5 
. 


NOTE. : The 


Inclusive page numbers for the individual issues are as follows : 
: | ; Lhe 
lanuary, i¥55 lL to 4. lulvy, 1953... -_ 129 to ISS 3 L 
April, 1953 43 to 128 October, 1953 ) 189 to 252 


Pee eee eee ees 


Hazar 
te 


Light 


cx 
A B LLocon 
PACs} PAG! cl 
A Crystal Tmode Push-Pull Amplifier 144 Battery Locomouves for London Transport 


. lLocon 
EK xecuti\ ' — a « > . « | 33 W 
Blast Furnace Blowers, A New Control 


System tor Electricallv-dnven - 3 


A New Control System tor Electricalls 
Driven Blast Furnace Blower 223 Mode 
Control Svstem tor Electricallv-driven A 
A New Vector Slide Rule >] Blast Furnace Blowers, A New 223 
(Coronation Lighting P oe | 13] 
» ; , ’ by fi re : /< we? , ! > . " ‘ 
A Note on the Relative Discomtort Glare Crystal [mode Push-Pull Amplifier, A .. 144 | 
trom Mercury, Sodium and Tungsten | New 
Light Source 184 1) e 
. : > j ; New ' 
An A.C. Winder Installation in the Orange Design of Street Lighting Lanterns - OU 
ree State Goldfields, South Africa 15 Discomfort Glare from Mercury, Sodium | Note 
and Tungsten Light Sources, A Note : rt 
A.C. Winders, Speed Control of 16] on the 184 I 





E 


FE ectric Locomotives for the South Afncan 
Railways 

F ectrical Control in Hazardous Atmos- 
pheres, Pressurised System for 


E ectrically-driven Blast Furnace Blowers, 
A New Control System for 


Ejyuipment for Uskmouth Power Station 


Fluorescent Lightung in Ocean-Going 
Liners 


Frontuspieces : 

Hydro-electric Alternators for Tasmania 

Turbo-Alternators in Witton Engineer- 
ing Works 

The Illumination of Magnet House and 
Regent Street 

[he Echo-free Room in the Research 
Laboratories 


H 


Hazardous Atmospheres, Pressurised Sys- 
tem for Electrical Control in 


Lighting in Ocean-Going Liners, Fluores- 
cent 

Locomouves for London Transport Exe- 
cutive, Batter 

Locomotives for the South African Rail- 
ways, Electric 


M ° 


Modern Tanker using Alternating Current, 


A 
N 
New Control System for Electrically- 
Driven Blast Furnace Blowers, A 
New Vector Slide Rule. A 


Note on the Relative Discomfort Glare 
from Mercury, Sodium and Tungsten 
Light Sources, A 


PAGE 


109 


130 


190 


1Q9 


168 


223 
9] 


O 
PAGE 
Ocean-Going Liners, Fluorescent Lighting 
In “ - _ ‘i oe 
P 
Pressurised System for Electrical Control 
in Hazardous Atmospheres 217 
Progress and Development 1953 3 
Pulse Testing as Applied to Communica- 
tion Circuits... ne - -. = 
R 
Relative Discomfort Glare from Mercury, 
Sodium and Tungsten Light Sources, 

A Note on the oa ‘a .. 184 
Research in Industry is 3 i 
S 
Self-Unloading Ships Sa “4 > an 
Slide Rule, A New Vector “3 a 
Speed Control of A.C. Winders .. .. 16] 

Steel Company of Wales, The Temper Mull 
Drives at the Trostre Works of the .. 151 
Street Lighting Lanterns, Design of .. 60 
Sugar Factory Electrification in British 
Csuiana - - “a .. 84 
1 
Tanker Using Alternating Current, A 
Modern .. 168 
Technical Literature .. él, 127, 188, 252 
Temper Mill Drives at the Trostre Works 
of the Steel Company of Wales, The.. 15] 
Uskmouth Power Station, Equipment for 242 
V 
Vector Slide Rule, A New .. sa ” 9] 
W 


Winder Installation in the Orange Free 
State Goldfields, South Africa, An A.C. 75 


Winders, Speed Control of A.C. .. —— 














